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guns near the large tank, just before Mr Lowther's, on
the fort road. There Alexander made an attempt to
charge them in the rear. He rushed on at a gallop,
and had just raised himself in his saddle to strike a
man down with his sword, when the same man raised
the muzzle of his musket to Alexander's breast, and
shot him through the heart. He instantly fell from
his horse. Most of the native cavalry deserted and
joined the mutineers; and Harwood, finding himself
alone and very near the parade-ground, fell back to
the fort, which he reached in safety. The guns were
taken to the parade-ground, which they reached about
nine o'clock. Colonel Simpson, soon after leaving the
mess, heard an alarm on the parade-ground, and rode
over. As he passed each guard, he was saluted with
a shower of bullets. The other officers had gone over,
and some of them had already been shot down. The
sepoys sounded an alarm on purpose to call out the
officers, and shoot them all down at once. Seven were
shot down on the parade-ground. Colonel Simpson
left the parade-ground, and rode to the Treasury,
where he was met by another shower of bullets; and
as he passed the mess-house, the guard there gave him
another volley. His horse was almost riddled, yet had
sufficient strength to bring his rider to the fort. The
colonel heard the bidlets flying about his head; one
hit the top of his cap, and a spent bullet hit his wrist,
which was slightly lamed. The colonel's clothes were
thoroughly sprinkled with the poor horse's blood.
Lieutenant Currie had his horse shot from under him,